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V. 



SPIRIT LICENCES. 

AN ACCOUNT OF THE DUTIES RECEIVED ON RETAIL SPIRIT LICENCES, 
DURING EACH OF THE LAST TEN YEARS ; 

Distinguishing the Rate of Duty charged. 



PERIODS. 


RATE OF DUTY 
CHARGED. 


AMOUNT OF 
DUTY 
RECEIVED. 


From 25th March 18151 
to 5th January 1816/ 


£.40. £.33. £.22. £.11. £.17. - 


£. *. d. 

57 , 853 9 71 


Years ended 5th January 1817 - 


£.40. £.33. £.22. £.15. £.11. £.7. £.30. £.25. £.17. 


170,891 10 — 


— 5th January 18i8 - 


£.40. £.33. £. 22 . £.15. £. 11 . £. 7 . £.30. £.25. £. 17 . 


145,917 17 5 


— 5 th January 1819 * 


£.40. £.33. £.22. £.15. £.11. £.7. £.30. £.25. £.17. 


142,729 15 lOf 


— 5th January 1820 - 


£.40. £.33. £.22. £.15. £.11. £.7. 


150,134 7 10§ 


— 5th January 1821 - 


£.40. £.33. £. 22 . £.15. £. 11 . £. 7 . 


151,469 3 — 


— 5th January 1822 - 


£.40. £.33. £. 22 . £.15. £. 11 . £. 7 . 


150,990 18 9£ 



Note :— THE Licence Duties were not under the management of the Commissioners of 
Excise in Ireland within the last ten years, till IB 15, from the 25th March; in which year 
they were transferred to their jurisdiction from the Stamp Department. 



JA* VANCE, 
Exam' of Excise’s Office, 
l 6 th March 1822. 



The Chief Commissioners 
of Excise, 

&c. &c. See. 
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